OTTOSON MIDDLE SCHOOL 

ARLINGTON, MA 



D-R-A 


RFP NO. 17-37 

OTTOSON MIDDLE SCHOOL 

Vestibule and Administrative Office Improvements 

ARLINGTON, MA 

ADDENDUM NO. 2 

JUNE 19, 2017 

The original Specifications and Drawings dated June 7, 2017 and Addendum 1 dated June 16, 2007 for the above- 
captioned project are amended as stated in this Addendum. This Addendum consists of one (1) page. 


AMENDMENT 


This addendum is being issued for clarification of the bid time for above captioned project. The original advertised 
time was mistakenly listed in the Central Registrar for 11:00 AM on June 22, 2017. 

Please be advised that all proposals shall be received by the Awarding Authority no later than 

2:00 PM, local legal time, June 22, 2017 

as listed on the Town of Arlington Purchasing website and the Request for Proposals section of the published 
project manual. 


END OF ADDENDUM 2 
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